ADORESS   REPLY   TO 
DISTRICT    ENGINEER 


WAR    DEPARTMENT 

U.    S.    ENGINEER   OFFICE 
P    O    Box   1739       Wright  Bldg..  1209-8TH  St 

SACRAMENTO.    CALIFORNIA     (£,) 
REFER    TO    FILE 

no.  8G0.6(San  Joaquin  R.,  Burns 

Cut-off,  Pipe  Line  Crossin 

U.   S.   Navy)PADK0-EQ 
subject:        Application  for  permit  to  install  a  pipe  line  under  Burns  Cut-off 
near  Stockton,  California. 


27  September  1944 


TO 


Reclamation  District  No,  684 
Carlton  C.  Case 
Bank  of  America  Building 
Stockton,  Call f ornia 


Gentlemen: 


Application  has  been  made  to  this  office  by  the  Twelfth  II aval 
District  for  permission  to  install  a  14-inch  diameter  water  supply  pipe 
line  under  Burns  Cut-off  near  Stockton,  California,  as  shown  on  the 
inclosed  map. 

If  you  have  any  objection  to  the  proposed  work,  it  is  requested 
that  you  notify  this  office  in  a  separate  communication,   stating  your 
reasons,  not  later  than  7  October  1944*     If  you  have  no  objection,  please 
date  and  sign  the  statement  at  the  bottom  of  this  sheet. 

or  reply  may  be  returned  in  the  franked  envelope  which  is 
inclosed  for  that  purpose. 


FOR  THE  DISTRICT  ENGINEER: 


Very^t/uly 


2  Incls. 

Map  (in  2  sheets) 
Franked  envelope 


Principal  Engineer 
Head,  Operations  Division 


There  are  no  objections  to  this  work* 


1944 


VICTORY 
BUY 

VNITBO 
ITATII 

WAR 

BONDS 


For: 


800.6(San  Joaquin  R.,  Burns  Cut-Off, 
pipe  Line  Crossing,  U.S. Navy )PADK0-EQ 


(Signature) 


(Organization) 


^OsxnaixM^ 
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